To:  steve.  sulka@durango.gov.org[steve.  sulka@durango.gov.org] 

From:  Microsoft  Outlook 

Sent:  Sun  8/9/201 5 1 1 :45:46  PM 

Subject:  Undeliverable:  FW:  Preliminary  DISSOLVED  Metals  Results 

FW:  Preliminary  DISSOLVED  Metals  Results 

Delivery  has  failed  to  these  recipients  or  groups: 

steve. sulka@duranQO.aov.org  fsteve.sulka@duranao.aov.ora1 

The  server  has  tried  to  deliver  this  message,  without  success,  and  has  stopped  trying. 
The  recipient  mail  server  may  be  temporarily  offline  or  temporarily  unable  to  accept 
messages.  Please  try  sending  this  message  again.  For  more  tips  to  resolve  this  issue 
see  DSN  code  4.4.7  in  Exchange  Online.  If  the  problem  continues  contact  your  help 
desk. 


Diagnostic  information  for  administrators: 

Generating  server:  BY2PR09IMB0144.namprd09.prod.outlook.com 
Receiving  server:  na01-internal.map.protection.outlook.com  (10.58.52.27) 

steve.sulka@durango.gov.org 

8/9/2015  11:45:46  PM  - Remote  Server  at  na01-internal.map.protection.outlook.com  (1.0.58.52.27) 
returned  '550  4.4.7  QUEUE.Expired;  message  expired' 

8/9/2015  11:36:56  PM  - Remote  Server  at  na01-internal.map.protection.outlook.com  (1.0.58.52.27) 
returned  '441  4.4.1  Error  encountered  while  communicating  with  primary  target  IP  address:  "Failed  to 
connect.  Winsock  error  code:  10049,  Win32  error  code:  10049."  Attempted  failover  to  alternate  host,  but 
that  did  not  succeed.  Either  there  are  no  alternate  hosts,  or  delivery  failed  to  all  alternate  hosts.  The  last 
endpoint  attempted  was  0.0.0.0:1102' 

Original  message  headers: 

Received:  from  BY2PR09MB0143.namprd09.prod.outlook.com  (10.255.243.141)  by 
BY2PR09MB0144.namprd09.prod.outlook.com  (10.255.243.142)  with  Microsoft  SMTP 
Server  (TLS)  id  15.1.225.19;  Fri,  7 Aug  2015  23:39:35  +0000 
Received:  from  BY2PR09MB0143.namprd09.prod.outlook.com  ([10.255.243.141])  by 
BY2PR09MB0143.namprd09.prod.outlook.com  {[10.255.243.1411)  with  mapi  id 
15.01.0225.018;  Fri,  7 Aug  2015  23:39:35  +0000 
From:  "Wail,  Dan"  <wall . dan@epa . gov> 

To : " steve . su!ka@durango . gov . org"  <steve . sulkaSdurango . gov . org> 

Subject:  FW:  Preliminary  DISSOLVED  Metals  Resui.ts 
Thread-Topic:  Preliminary  DISSOLVED  Metals  Results 
Thread-Index:  AdDRNJLAzmY55H0 JQpqKowTyalMSUQALbIBAAAH/DOA= 

Date:  Fri,  7 Aug  2015  23:39:35  +0000 
Message- ID: 

<BY2PR0 9MB014  3 8083A878D8 96D96C384 1 8D7 3O0BY2PRO 9MB 0 143 . namprdO 9 .prod. outlook. ccm> 
References : 

<CYlPR09MB0217E0845B0D9F18B4D0D83489730@CYlPR09MB0217.namprd09.prod.outlook.com> 
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In- Reply- To : 

< C Y 1 PR  0 9 M 30217E0845 B 0D9F18B4 D C ) D 8 3 4 8 9 7 3 0 @ C Y 1 PR  0 9-MB  0 2 1 7 . namprdO 9 . prod . out] cck.com> 

Accep ::: -Language  : en-US 
Content-Language : en-US 
X-I33-  las-Attach : yes 
X-MS-TNEF-Correlator : 

authentication-results:  spf=none  {sender  IP  is  ) 
smtp . mailf rom=wall . dan@epa . gov; 
x-originating-ip : [134.67.6.11] 

x-micros of t-exchange-diagnostics : 

1 ; BY 2 PRO  9MB0144 ; 5 : Q05bo8wG8W38cXM/ OtNkYhrc/kMGVp2 j eov0KIiw90hSySWoSmai6yKJ+ j wiVFGbol f5l 3Q3 
x-microsoft-antispam:  UriScan: ; BCL : 0 ; PCL : 0 ; RULE r D : ; SRVR:BY2PR09MB01 14; 
x-microsof t-antispam-prvs : 

<BY2PR0  9MB0144267B345A9AD1725366D98D730@BY2PR0 9MB0144 . namprdO  9 .prod .outlook . com> 
x-ex change-anti spam- report -test : UriScan: (108003899814671) ; 
x-exchange-antispam-report-cf a- test : 

BCL: 0; PCL : 0 ; RULEID : (601004)  (5005006)  (3002001); SRVR : BY2PR0 9MB 0 1 4 4 ; BCL : 0 ; PCL: 0; RULE ID: ; 3RVR : 
x foref ront-prvs : 066153096A 
x -forefront-antispam-report: 

SFV : NSPM; SFS : (10019020)  (6009001)  (199003)  (189002)  (48004002)  (377454003)  (86362001)  (50986999)  ( 
received-spf : None  (protection.outlook.com:  epa.gov  does  not  designate 
permitted  sender  hosts) 

Content-Type:  muitipart/mixed; 

boundary= "_005_BY2PR0  9MB01436083A878D896D96G38418D730BY2PRO  9MB0143namp_" 
MIME-Version:  1.0 

X-MS-Exchange-CrossTenant-originalarrivaltime : 07  Aug  2015  23:39:35.5414 

(UTC) 

X-MS-Exchange-CrossTenant-f romentityheader : Hosted 
X-MS-Exchange-CrossTenant-id:  8 8b37  8b3-67  4 8-48  67-acf9-7  6aacbeca6a7 
X-MS-Exchange-Transport-CrossTenantHeadersStamped:  BY2PR0  9MB0144 
X OriginatorOrg : epa.gov 
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